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d MARGARET CLOTWORTHY | 


Margaret Clotworthy was born November 

. 29, 1855, at Daby Ayrshire, Scotland. She 

= married William McMillan. Two girls were 
horn to them: Jean McMillan and Margaret 


( . McMillan. 


JEAN CLOTWORTHY 


d. JUS. Jean Clotworthy was born March 6, 1854, 
at Daby Ayrshire, Scotland. While cross- 
ing the ocean she became ill and died, and 


8 
Hugh ¥ was buried at sea. 
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